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SCOPON 


(Injection  of  fish  entrails,  hemostatic) 

SOURCE:  Tokyo,  Japan 

IMPORTANCE :  Not  previously  reported.  A  parenteral  hemostatic 
solution  prepared  from  the  entrails  of  fresh  fish.  No 
identical  product  from  a  fish  source  is  listed  in  avail¬ 
able  standard  American  references. 

DESCRIPTION :  A  colorless  fluid  containing  a  small  amount  of 

insoluble  residue,  packed  in  3  cc.  glass  ampoules.  Five 

"  i 

ampoules  are  enclosed  in  a  cardboard  box. 

SUMMARY  OF  GENERAL  INFORMATION:  Scopon  is  prepared  from  the 
entrails  of  fresh  fish  for  either  subcutaneous  or  in¬ 
travenous  injection,  although  the  former  route  is  pre¬ 
ferred.  The  hemostatic  effects  of  Scopon  are  observe- 
able  within  13  minutes  after  the  intravenous  injection 
of  0.23  cc.  into  a  2  Eg.  rabbit;  maximum  effects  appear 
within  1  to  2  hours  after  the  injection  of  0.3  cc.  and 
persist  for  over  3  hours.  There  is  no  pain  following 
injection  and  no  secondary  reactions. 

A  translation  of  the  literature  enclosed  with  the 
product  is  part  of  this  report  and  includes  its  phar¬ 
macological  action,  indications,  routes  of  administra¬ 
tion,  dosage,  and  manufacturer. 

Results  of  comparative  tests  between  the  hemostatic 
injection  obtained  from  fish  and  those  manufactured  in 

-  1  - 

418183 


the  United  States  of  America  from  mammalian  sources  are 
not  available.  While  the  use  of  fish  entrails  for 
hemostatic  preparations  represents  an  attempt  to 
utilize  the  natural  resources  of  Japan,  the  source 
for  such  products  is  novel  insofar  as  available 
references  are  concerned. 

PHOTOGRAPHS: 

Figure  1  -  Closed  package  of  Scopon 
Figure  2  -  Open  package  of  Scopon 
Figure  -  Scopon  literature 
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figure  3  -  Scopon  literature 


Translation  of  the  Literature  Accompanying  Scopon 

First  in  Japan 

l 

A  hemostat  extracted  from  the  special  entrails  of  fishes 


SCOPON 

Scopon  is  a  blood  coagulating  substance  separated  and  ex¬ 
tracted  in  a  pure  state  from  specific  entrails  of  fresh  fish 
by  a  special  process,  with  extreme  care  so  as  not  to  lose  any 
of  its  effects.  Its  solution  is  practically  colorless  and  odor¬ 
less.  It  is  slightly  acid  and  does  not  contain  any  albuminous 
substance.  Consequently ,  there  is  absolutely  no  secondary  reac¬ 
tion  and  there  is  no  danger  even  if  an  overdose  is  injected. 

Effects:  This  drug  has  a  powerful  blood  coagulating  and 

hemostatic  action  and  is  speedily  absorbed  within  the  blood. 

0.25  cc.  of  this  drug  injected  intravenously  into  a  2  Kg  body 
weight  rabbit  shows  a  remarkable  shortening  of  coagulation  time 
13  minutes  after  injection.  If  0,3  cc.  is  injected,  the  maximum 
effect  is  reached  1  to  2  hours  after  injection  and  its  duration 
is  more  than  3  hours.  In  short,  the  effects  of  Scopon  are  rapid 
and  certain. 

Advantages:  Although  the  sources  for  hemostats  are  generally 
the  entrails  of  mammals  this  drug  utilizes  the  special  entrails 
of  fish  and  as  the  active  ingredients  are  extracted  in  very  pure 
state,  its  effects  are  certain  and  of  long  duration.  There  is  no 
pain  in  spite  of  the  fact  that  this  drug  contains  absolutely  no 
anesthetics. 

> 

Directions  and  d osage:  For  accelerating  blood  coagulation, 
subcutaneous  injection  is  preferable. 

Subcutaneous  injection  -  3  cc.  one  to  two  times  per  day  or 
2.3  cc .  several  times  a  day'. 

Intravenous  injection  -  3  cc.  one  to  two  times  a  day. 

Subcutaneous  injection  will  be  used  if  intravenous  injection 
is  not  suitable. 

Indications : 

Internal  Medicine  and  Pediatrics 

Hemorrhage  of  Respiratory  organs 

Bloody  mucous 

Hemoptysis 

Gastro-intestinal  hemorrhage  as  in  gastric  or  in¬ 
testinal  ulcers,  dysentery,  childrens  dysentery 
and  typhoid. 

General  hemorrhagic  nature  as  in  cerebral  hemorr¬ 
hage,  hemophelia,  purpura  and  scurvy. 

Surgery 

General  bleeding  of  external  wounds 

Hemorrhoids 

Bayonet  wounds 

Prevention  of  bleeding  during  surgery 


Otorhinolar;  _ 
Ep  is taxis 


Bleeding  during  surgery 
Urology 

Hematuria 

Hemorrhage  of  the  bladder 
Obstetrics 

Menorrhagia 

Metrorrhagia 

Hemorrhage  in  parturition 
Dentistry 

Bleeding  during  and  after  operation 

Packaging 

5  cc.  -  5  Ampoules 

5  cc,  -50  Ampoules 
Sold  by  -  Iwaki  Shoten,  Ltd. 

No.  1,  4-Chome  Honcho 
Nihonbashi-Ku,  Tokyo 

Manufacturer  - 

Research  Institute  of  Medicines  from  Entrails  of 
Marine  Animals 
No.  6,  Kamezumi-Cho 
Kanagawa-Ku,  Yokohama 


